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£ illustrate in this circular a few of 
our latest designs of Plates, Cornic- 
es and Combination Fillers. 



The profile of Cornices 
depth and projection. 



the 



We call special attention to the Mitres 
which are two-piece hand-made and 
will assure a perfect fit. The Cornices 
are especially designed to be used with 
Stucco designs. 



12 Panel Plate, 4011 

Furnished in Sheets 24" x 48" 



These goods are of the same high 
quality as our "CANTON" Steel Ceil- 
ings, as special attention is given to the depth in stamping and accuracy 
in construction. 



The 

Canton Steel Ceiling Co., 

497-501 West Street, 

Phone 1057 Chelsea, 

New York City. 




24 Panel Plate, 4016 

Furnished in Sheets, 24" x 48" 



These Plates have Repressed Beads and Die Cut Nail Holes. 




Cornice No. 4039. Height 12 in., Projection 12 in., Length 48 in. 
List price 20c per lin. ft. Inner and Outer- Mitres 50c each. 




Inner Mitres No. -1039. Profile Cornice No. 4039. Outer Mitres No. 4039 




Cornice No. 4009. Height 4 in., Projection 4 in., Length 48 in. 
List price 7c per lin. ft. Inner and Omer Mitres 50c each. 
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Inner Mitres No. 4009. Profile Cornice No. 4009. Outer Mitres x\ T o. 4009. 




Cornice No. 4029. Height 8 in., Projection 8 in., Length 48 in. 
List price 14c per tin. ft. Inner and Outer Mitres 50c each. 




Inner Mitres No. 402<>. Profile Cornice No. 4029. Outer Mitres No. 4029. 




Cornice No. 4019. Height 6 in., Projection 6 in., Length 48 in. 
List price 10c per lin. ft. Inner and Outer Mitres 50c each. 




Inner Mitres No. 4019. Profile Cornice No. -1019. Outer Mitres No. -1019 




Combination Filler and Mould No. 6804. 

Width 9-12-15-18-21 and 24 inches. Length 48 inches. 

List price $8.50 per square. 




Combination Filler and Mould No. 6904. 

Width 9-12-15-18-21 and 24 inches. Length 48 inches. 

List price $8.50 per square. 



These tillers have Repressed Reads and Die Cut Nail Holes. 



DECORATIVE, FIRE RETARDING 




Side Wall Plate No. 400. 

Price $7.00 Per Square. 
Size of Sheets, 24" x 96". 

This Plate does not have the counter-sunk nailing point. 




Side Wall Plate No. 401. 

Price $7.00 Per Square. 
Size of Sheets, 24" x 96". 

This Plate does not have the counter-sunk nailing point. 



Steel Ceilings 




Plate No. 403. 

Price, $8.00 Per Square. 
Size of Sheets, 18" x 54". 

yntti countersunk nailing points, straight 
aT^Mont and tight-fitting joints. Get 
our ptj^^$j, they are interesting. 
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VARIETY OF DESIGNS 




6" Multiple Plate No. 406, 

Price, $7.50 Per Square. 
Size of Sheets, 24" x 48". 




DURABLE AND ECONOMICAL 




4" Multiple Plate No. 2993. 

Price $7.00 Per Square. 
Size of Sheets, 24" x 96". 

This Plate does not have the counter-sunk nailing point. 




6" Multiple Plate No. 417. 

Price, $7.50 Per Square. 
Size of Sheets, 24" x 48". 
This Plate does not have the counter-sunk nailing point. 



EASY TO ERECT 
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12" Multiple Plate No. 416. 

Price, $7.50 Per Square. 
Size of Sheets, 24" x 48". 




12" Multiple Plate No. 415. 

Price, $7.50 Per Square. 
Size of Sheets, 24" x 48". 



THE CLASSY KIND 




6" Multiple Plate No. 418. 

Price, $7.50 Per Square. 
Size of Sheets, 24" x 48". 

This Plate does not have the counter-sunk nailing point. 




6" Multiple Plate No. 413. 

Price, $7.50 Per Square. 
Size of Sheets, 24" x 48". 



STRAIGHT ALIGNMENT 




24" Multiple Plate No. 408. 

Price, $8.00 Per Square. 
Size of Sheets, 24" x 48". 




24" Multiple Plate No. 409. 

Price, $8.00 Per Square. 
Size of Sheets, 24" x 48". 



TIGHT JOINTS 




12" Multiple Plate No. 405, 

Price, $8.00 Per Square. 
Size of Sheets, 24" x 48". 




12" Multiple Plate No. 404. 

Price, $7.50 Per Square. 
Size of Sheets, 24" x 48". 



WILL NOT CRACK, BURN, PEEL 
OR FALL OFF 




BEAUTIFUL DESIGNS 




Design No. 103 




Design No. 102 



BEAUTIFUL DESIGNS 




Design No. 103 



